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shore head designed so that tee heads, ell heads 
and extensions can be installed in seconds 


yineons SAFETY SHORES and ACCESSORIES——— 


CUT COSTS ON ALL SHORING JOBS 


Symons Safety Shores keep all shoring jobs moving on a time saving, cost cutting 
schedule. Here are some of the advantages offered by the time provenSymons 
Safety Shore— 


1. Safer with a wedge that takes the load and insures positive locking. The 
safety shore is tied and reinforced its full length. Safer because ribbon 
and sway bracing can be firmly secured to WOODEN side members. 


2. Economical with METAL SCAB that firmly secures to stringers. Saves on 
time and lumber. Economical because Safety Shores are simple to set 


t , 
Safety Shore with up and easy to remove 


Metal Scab Extended 3. Quickly Adjustable to any fraction of an inch, Safety Shores provide 
exact dimensions from 4’6” up to 23’ with extensions. 


Tee Head attached to Tee Head : 
4. Lighter by 10 to 15 Ibs. than other comparable shores, yet load capacity Safety Shore ae 
is equal or greater—a maximum of up to 6,000 lbs. | | 


5. Easily Lifts up to 1,500 lbs. with patented jacking device. Ideal to 
raise slab or beam forms quickly to the proper elevation. Ideal for 
emergency reshoring when necessary. 


6. Adaptable for beams by use of quickly attached Tee Heads. Adaptable _————= 
to high ceilings by means of Extensions. —E " 
Symons Safety Shores are available Tee Head with malleable | 
with a 90 day purchase option... casting for 4 x 4 extension oa 


rentals to apply on the purchase price. 


SPECIFICATIONS 


Shores are made in lengths of 4 fft., 6 ft., 7 ft. and 8 ff., 
and may be extended as per following schedule: 


Shore Length Length Telescoped Length Extended Weight 
4’ 4’ 6” T° 6” 40 Ibs. 
6’ 6’ 6” 11’ 6” 48 lbs. 
Tha I" 6" 13’ 54 Ibs. 
8’ 8’ 6” 15’ 60 Ibs. 


Safe load capacity extended to various heights without any 


sway bracing as per schedule: Extension 


Shore Extended to following heights: 
Length 7’ 6” : 15’ 


4’ 6,000 Ibs. 

6’ 6,000 Ibs.| 6,000 Ibs. | 5,500 Ibs. | 4,500 Ibs. 

if 6,000 Ibs.| 6,000 Ibs. | 6,000 Ibs. | 5,500 Ibs. | 3,500 Ibs. | 3,000 Ibs. 

8’ 6,000 Ibs.| 6,000 Ibs. | 6,000 Ibs. |} 6,000 Ibs. | 4,000 Ibs. | 3,500 Ibs. 2,000 Ibs. 


Extension and 
Tee Head 
mounted on shore 


Safety Shore 
with Lifting Jack 


Safety Shore 


The above ratings may be increased 100°/, by proper bracing, except that 
maximum load at any height must not exceed 6000 pounds. 


EVERSQUARE OFFERS 5 FEATURES 


1. Positive 90° squaring of the column. One piece 
bracket has long bearing surface. 


2. Strong, yet light in weight. Bars of high carbon 
steel. Corner Brackets of malleable iron. 


3. Only two units—both alike. There are no detach- 
able parts. Wedges are chained to brackets. 


4. Long range adjustments to the smallest fraction— 
no dead spots. 


5. Only tool required is a hammer. 


Column Clamps can be rented with 90 day purchase 
option — paid rentals to apply on purchase price. 


SPECIALS 


Designed for large square or rec- 
tangular columns, 72” and 84” 


SIZES AND SPECIFICATIONS 


Arms made of 


Size of Weights Sizes of columns including high carbon steel 2 : 
Clamps per set forms (square or rectangular) 50-60 points carbon SPECIALS are doubly reinforced with 
in Inches in Lbs. in Inches in Inches high carbon steel. 
Fvcrsquare (2 hinged units per set) ‘ 
36 30 29 x 29 down to 10 x 10 2x 5/16 x 36 long 
48 45 40 x 40 down to 14 x 14 2/2 x 5/16 x 48 long WALL CLAMPS 
60 80 50 x 50 down to 21 x 21 3 x % x 60 long 
Specials (4 single arms per set) At right, two single bars and 
48 x 48 52 = x 36 down to 10 x 10 i? Specials one hinged EVERSQUARE unit 
48 x 60 70 & x 48 down to 10 x 15 2'!/. x 5/16 x 48 long a bined f WALL 
48 x 72 83 36 x 60 down to 10 x 36 60” Specials Akin Kote 5 io i" Nees 
48 x 84 93 36 x 72 down to 10 x 48 3 x % x 60 long ee. OIG ONS eer: oe 
60 x e - x 48 down to 15 x 15 72” Specials which is ideal when forming 
60 x 101 8 x 60 down to 15 x 36 Vo x 3 x 30 center & I in tight . Sh 
60 x 84 111 48 x 72 down to 15 x 48 & x 3x21 long ends poe’ ta nh A ong : pi 
72 x 72 114 60 x 60 down to 36 x 36 84” Specials slow, Is the ‘single orm ar. 
72 x 84 124 60 x 72 down to 36 x 48 Wy x 3 x 42 center & When necessary, 4 of these 
84 x 84 134 72 x 72 down to 48 x 48 ¥q x 3 x 21 long ends bars can be made up to form 
Wall Clamps (2 single arms and 1 eversquare unit per set) one clamp. 
36 x 36 30 29 x 29 down to 10 x 10 2x 5/16 x 36” long 
48 x 48 45 40 x 40 down to 14 x 14 25 x 5/16 x 48” long 


NOTE: Wall Clamps cannot be used with Special Clamps. 
36” and 48” sizes are not interchangeable. 


Other Symons Catalogs 
General, Steel-Ply Forms, Mag-Ply 
ALL ARE FREE ON REQUEST 


Forms 
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